The Journal of Emergency Medicine. Vol. 4. pp. 533-542. 1986 Printed in the USA ¢ Copyright © 1986 Pergamon Journals Lid 


Volume 4 index 


Contents 
Volume 4, 1986 


Volume 4, Number 1 


CONTENTS 


Contibut 


Delayed Presentation of Traumatic Diaphragmatic 
Hernia 


Pediatric Resuscitation Chart and Equipment Shelf: 
Aids to Mastery of Age Related Problems 


Retropharyngeal Calcific Tendinitis: Report of 
Five Cases and Review of the Literature 


Selected Topics: ECG Commentary 
Complete Heart Block 
Selected Topics: Emergency Medicine Abroad 


Need for Urgent Medical Care in a Jerusalem 
Neighborhood: A Population-Based Study 


Techniques and Procedures 
Gastric Lavage 


Medicine in Revi 
Septic Shock (Part 2) 


Medical Classics 
The Acute Abdomen and Murphy’s Signs 


(Continued on next page) 


1986 
Moe | 
Ernest E. Moore j 
Alan R. Hopeman 
William E. Aragon 
q 
Paul Gramling 
Paul I. Bulat 
Peter Chen 
Gary Lundstrom 
| 
Y. Adler 
P. Ever-Hadani 
D. Applebaum 
Warren F. Lanphear 43 
Ross Berringer 49 
Ann L. Harwood-Nuss 
Peter A. Aldea 57 
John P. Meehan 
George Sternbach 
533 : 


The Journal of Emergency Medicine 


Michael S. Kobernick 


James E. Pointer 
Leslie B. Small 


Jerris R. Hedges 


Edward J. Otten 


Editorials 
Ad Hominem 


The Practice of Medicine v the Practice of Law 


Planned Emergency Services: Is it Feasible? 


Education 


Management of Emergencies in the Medical Office 


Emergency Medicine and the Law 


Emergency Physician’s Duty to Warn and Protect: 
A Critique and Guidelines 


Abstracts 


Book Reviews 


Treatment of the Cardiac Emergencies, edited by 
Emanual Goldberger 


Environmental Emergencies, edited by Richard N. 
Nelson, Douglas A. Rund, and Martin D. Keller 


Calendar of Events 


Clessifieds 


Volume 4, Number 2 


Rosa M. Razaboni 
Collin E. M. Brathwaite 
William A. Dwyer, Jr 


James G. Vretis 
John J. Miller 


Gilbert J. Toffol 
José Biller 
Harold P. Adams, Jr 


CONTENTS 


Clinical Communications 
Ruptured Jejunum Following Heimlich Maneuver 


Unusual Catheter Tip Placement from Attempted 
Central Venous Catheterization 


Interhemispheric Subdural Hematoma 


534 
Peter Rosen 65 
Peter Rosen 6) 
Maurice O’Connor 
Richard Levy 69 
: 
4 
99 
93 Instructions to Contributors 
1986 
108 


Selected Topics: Prehospital Care 
Paramedic Use of Advanced Life Support 
Procedures: Experiences and Attitude Survey 


Selected Topics: ECG Commentary 
The Wenckebach Phenomenon 


Selected Topics: Disaster Management 

How to Prepare a Hospital for an Earthquake 
Techniques and Procedures 
Evaluation of the Knee 

Medicine in Revi 

Antishock Trousers: A Collective Review 


Emergency Case Records 
A Case of Chest Pain and Dyspnea 


Medical Classics 
JF Pantridge: Starting Hearts Out of Hospital 


Emergency Forum 


Fediatric Resuscitation: A New Focus for 
Education and Certification 


Editorial 
Prehospital Care: Procedures or Transport? 


History and Emergency Medicine 
Abstracts 
Book Review 


Emergency Nursing: Principles and Practice, 
Susan Budassi Sheehy and Janet Barber 


Calendar of Events 


(Continued on next page) 


Index 535 | 
Jolene B. Fox 109 
Frank Thomas | 
Terry P. Clemmer 
Robert L. Jensen 
Jonathan Root 
Robert Barish 
| Robert Reitherman 119 « 
George L. Sternbach 133 
Scott M. Davis 145 : 
| George L. Sternbach 157 
Bruce E. Haynes 163 
Peter Rosen 
Peter Rosen 
George Sternbach 171 
7 173 
139 


The Journal of Emergency Medicine 


Volume 4, Number 3 


William H. Spivey 
David K. Wagner 


Steven R. Silverstein 
David A. Frommer 
Bruce Dobozin 
Peter Rosen 


J. Gridley 
J. Franaszek 


Peter J. Mariani 
David K. Wagner 


Joseph A. Wilkinson 
Robert D. Mathis 
Daniel J. Dire 


Robert M. McNamara 


Stephen R. Silverstein 
John W. McGill 


CONTENTS 


Clinical Communications 
Needle Aspiration of Breast Masses in the 
Emergency Department 


Celery-Dependent Exercise-Induced Anaphylaxis 


Ludwig’s Angina and Pneumococcal Sepsis 


Topical Cocaine Prior to Treatment of Penile 
Tourniquet Syndrome 


Turbinate Destruction—A Rare Complication of 
Nasotracheal Intubation 


Anaphylaxis After Intravenous Corticosteroid 
Administration 


Techniques and Procedures 


Extensor Tendon Repair in the Emergency 
Department 


Emergency Medicine in Review 

Anaphylaxis: Clinical Presentation, Immunologic 
Mechanisms, and Treatment 

Emergency Case Records 


Combative Patient with Fever and Altered Mental 
Status 


Medical Classics 


Therapeutic and Toxic Effects of Digitalis: William 
Withering, 1785 


536 
185 Classifieds 
187 Instructions for Contributors 
1986 
0 
| 
Cone 
Charles R. Hoidal 
Lawrence M. Susini 
| 


Editorials 
Breast Mass Aspiration: The Technical Imperative 
Revisited 


Reflections on How to Avoid Complications 


Anaphylaxis: Comments on Another Therapeutic 
Alternative and Appropriate Patient Disposition 


Abstracts 


Book Review 


Neurotoxins in Clinical Practice by Christopher G. 
Goetz 


Calendar of Events 


Classifieds 


Volume 4, Number 4 


CONTENTS 


Original Contributions 
James Hawkins 273 Méetered-Dose Aerosolized Bronchodilators in 
Kirsten Hakala Prehospital Care: A Feasibility Study 
Michael B. Heller 
Richard M. Kaplan 
Sandra Schneider 
Ronald D. Stewart 


Mark A. Ammons Role of the Observation Unit in the Management 
Ernest E. Moore of Thoracic Trauma 
Peter Rosen 


Clinical Communications 


283 Pseudofolliculitis Barbae with Keloids 


(Continued on next page) 


Index 537 
Richard Feldman 
Peter Rosen 251 
Peter Pons 
Maurice O’Connor 
| 
237 
267 
271 Instructions for Contributors 
1986 : 
| ‘ 
Richard F. Edich 
Peter C. Haines 
Larry S. Nichter 
Kimberly A. Silloway 
Raymond F. Morgan ; 


The Journal of Emergency Medicine 


Louis Cannon 
Jack Bradford 
Jeff Jones 


Hypokalemic Periodic Paralysis 


Reginald K. Sherard 
Samuel T. Coleridge 


Giant-Cell Arteritis 


Peter J. Mariani 301 Foley Catheter Extraction of Blunt Esophageal 
David K. Wagner Foreign Bodies 


Selected Topics: ECG Commentary 


Edward Bolgiano 307 Coronary Artery Spasm Part 1: Overview 
Robert Barish 
Elizabeth Tso 

Brian J. Browne 


Selected Topics: Disaster Management 


The Bhopal Tragedy — What Has Swedish Disaster 
Medicine Planning Learned From It? 


Selected Topics: Computers in the Emergency 
Department 


Hypertensive Emergencies, by Edward P. Hoffer 
and G. Octo Barnett 


Emergency Case Records 
A Patient with Prolonged Headache and Lethargy 
Editorials 


Emergency Department Disposition and Knowledge 
of Other Specialties 


Leadership and Emergency Medicine 
Quantum Limitation 


The Flip of a Coin 


Education 


Pig’s Foot Holder for Wound-Repair 
Training 


538 
; 
Per E. J. Kulling ‘ 
x 
George Sternbach 329 
Peter Rosen 331 — 
Roger Barkin 
John McGill 
Maurice O’Connor 
Richard E. Shotwell 
Peter C. Haines 
Raymond F. Morgan 


Administration of Emergency Medicine 


Critical Leadership 
Abstracts 


Book Review 
Handbook of Critical Care Neurology and 


Neurosurgery, edited by Robert J. Henning and 


David L. Jackson 


Books Received 


Calendar of Events 


Classifieds 


Instruction to Contributors 


Volume 4, Number 5 


Michael S. Catapano 
John A. Marx 


Richard F. Edlich 
Kimberly A. Silloway 
George T. Rodeheaver 
Philip H. Cooper 


Roger M. Barkin 


Stephen L. Adams 


James S. Greens 


Mark G. Angelos 
Clifton A. Sheets 
Paul R. Zych 


Robert Shesser 
David Schulman 
Jeff Smith 


CONTENTS 


Original Contributions 


Management of Urgent Hypertension: 
A Comparison of Oral Treatment 
in the Emergency Department 


Epidemiology, Pathology, and Treatment 
of Axillary Hidradenitis Suppurativa 


Clinical Communications 


Congestive Heart Failure in Children 


Absence of a Tachycardic Response 
to Intraperitonal Hemorrhage 


Needle Emboli to Lung Following intravenous 


Drug Abuse 


A Nonpuerperal Traumatic Vulvar Hematoma 


(Continued on next page) 


Index 539 
Kenneth V. Iserson 335 
341 | 
J. Stephen Huff 349 
37] 
359 
1986 
39 
397 


The Journal of Emergency Medicine 


Selected Topics: Toxicology 


Gastrointestinal Obstruction Associated with 
Multiple-Dose Activated Charcoal 


Emergency Forum 
Time to be a Room Again? 


The Exploding Toilet and Other 
Emergency Room Folklore 


Letters to the Editor 
Abstracts 


Book Reviews 
Emergency Radiology by Theodore E. Keats 


Anatomy as a Basis for Clinical Medicine by 
E. C. B. Hall-Craggs 


Calendar of Events 


Classifieds 


Volume 4, Number 6 


Janet Talbot-Stern 437 
Harrison Richardson 
Michael C. Tomlanovich 
Farouk Obeid 
Richard M. Nowak 


Mary J. Hughes 

Oliver W. Hayes 

Steven R. Guertin 
James E. McGillicuddy 


Kenneth L. Dittrich 
Ron M. Walls 


CONTENTS 
Original Contribution 


Catheter Aspiration for Simple 
Pneumothorax 


Clinical Communications 


Traumatic Rupture of Right Mainstem 
Bronchus in a Child 


Hyperkalemia: ECG Manifestations and 
Clinical Considerations 


540 
Carl F. Cremer 
James A. Chapman 
George Sternbach 409 
417 
James R. Roberts 425 
29 
23 
435 Instructions to Contributors 
1986 
| 


Edward Bolgiano 
Robert Barish 
Elizabeth Tso 

Brian J. Browne 
DePriest Whye 


Reverend Father 
Marshall Gourley 


Brown Recluse Spider Bites 


Selected Topics: Toxicology 


Acute Digitalis Poisoning: The Role of 
Intravenous Magnesium Sulfate 


Selected Topics: Prehospital Care 

The Impact of Aeromedical Helicopter 
Programs on Emergency Medicine 
Resident Training: Resident Attitudes, 
Perceived Risks, and Benefits 
Selected Topics: ECG Commentary 


Coronary Artery Spasm, Part II 


Selected Topics: Disaster Management 
When Those Called Upon are Also 

the Victims 

Emergency Medicine in Review 

The Prophylaxis of Hepatitis B 
Infection 

Humanities and Medicine 


The Bright Balloons of Medicine 


Editorials 


The Journal of Emergency Medicine: 
Past, Present, and Future 


Simple Pneumothorax Managed 
Simply? 


Letter to the Editor 
Letter of Reply 


Abstracts 


(Continued on next page) 


Index 541 
Benjamin Bernstein 457 
Frank Ehrlich 
Cia 
Michael R. Clark 
Bradford L. Walters | 
Gary Carter 471 
Daniel J. O’Brien 
7 
Andrew M. Jaffe 487 
Susan Kareta 
Richard M. Ratzan 497 
Richard Levy 
Peter Rosen 
509 
3 
: 


The Journal of Emergency Medicine 


Edward J. Otten 521 


Book Review 


Principles and Practice of Emergency 
Medicine, edited by George Schwartz, 
Peter Safar, John Stone, Patrick Storey, 
and David Wagner 


Calendar of Events 
Classifieds 

List of Reviewers 
Volume 4 Index 


Instructions for Contributors 


523 

527 

529 

531 

| 


